To:  Smith,  Monicafsmith. monica@epa.gov] 

Cc:  kris.fuller@westonsolutions.com[kris. fuller@westonsolutions.com] 

From:  Cook,  David 

Sent:  Sat  8/1 5/2015  5:23:29  AM 

Subject:  Daily  Private  Water  Well  Locations  Map 

removed.txt 

PrivateWaterWellSampleLocationMapAsOf20150814.pdf 


Attached  you  can  find  the  Daily  Private  Water  Well  Locations  map. 


Private  Water  Well  locations  from  8/14/2015  are  blue,  and  all  prior  to  8/14/2015  are  green. 


There  are  a total  of  97  Private  Water  Well  Locations.  There  were  33  new  Well  Locations  on 
8/14/2015. 


Thanks, 


David  Cook 
Programmer 

Weston  Solutions,  Inc. 

2705  Bee  Cave  Rd,  Suite  100 
Austin,  Texas  78746 

(512)651-7152  Direct 
(512)970-8836  Cell 
(512)651-7101  Fax 

david.cook@WestonSolutions.com 
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CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 


4003785 


ED  000552H  00002395-00002 


